FIRST  METHODIST  CHURCH 
"TULSA'S  METHODIST  CATHEDRAL" 
IITH  AND  BOULDER,  TULSA,  OKLAHOMA 
The  Sanctuary  is  one  of  the  finest  examples 
of  perpendicular  Tudor  Gothic  style  of  Christian 
Architecture  in  the   United  States.    It  contains  a 
$120,000   Schantz  Organ   of  7511    pipes  in  128 
ranks  and  13  divisions. 

Visitors  are  always  welcome. 
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